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3^ 'arabn TT3ITPRI 
(iH?r a^ir f^Twr) 

■Tf 13 2010 

RT.'^n.'Pt. 409(3?).—'JTOTt^ 1950 ^ 

3Tf«Tfwr, 1923 (1923 ^5) ^ qm28 gm^3P^^ |T^,f ^ f^ ri s ra 3n?rT?y?Fif^^t3^ 

qKi3i ^-gq-qm (i) qptTfqi^t, 

y^tiiRdn fqjqr '4icif ^ 3TtT ^ «n?ft ^ f^ 'Sdn UT^q tqfqqqf qr ?Tifb3 ^ qRcT ^"3^ yfd4i, 

q? y+'ifvTd i, qit qpo ^ ^ '% Iq^K %-m -an^; 

2. 311^' 3lb: ^rrsff qjt ^ ^ nm 3mfq wm ^ ^ ^ ^ 

■gq '^•^9 "gRT fqjqr 'Jiiy,»i>; 

3. ^ WT 1qfq5J«tf ^ 3?T^ ^ ^ ^ ^ fapfe 3Tqfq ^ ^ 

^Tf^,cfiTui^all?^??fni?5nc^ (a^latf'Tcfi'ilfci^’^wr),258,3?ipTqq3,qf f^i^-iioio? 

qq I 

iiRstq 

1 , ’Hf^’m? sIh’TnTWT.—( 1 ) ^ qn # 7 ^ (%tftq-^qq) 2010 i \ 

( 2 ) ^ arfRiH 3iTteqjt31 ^1 

2 . qmftq rdf^qq, 1950 ^ (^p# qjFi w t) fdPfqq 2 — 

(i) ^- fdfdqq (®) PlRPcinsid %qi 3iqf?I^ :— 

(3^) ^^TRqn? SRT qfecl 3lMd t -srt P^Hp^Pteld 1 qc?qR : 

(^) d<=l)H)<=h 1 f ^(FdiK —3T«q^ 

(^) ^ qfq - 5 ^ Meffq? qr Pd^5!t45 qsbi^jiih’q 


1862 GI/2010 


(1) 
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(^) ^ ^ ^ 3fR ^ 

-zn 'OT ap^ trmcR vjqxitq^aff afl? 3 rt flcrsf^ ^ Hfcrf^ito 


(ii) v3^rf^1^ (^) % WTcT f^f^'fecT aRR8|Tf^ > 

“(wr) ^ ^\!4>Iv! ^ 7Tf^ ari^r^Ry t ^ 

(■g?) (WcR) - mm 

(^) ^ ^ -5^ -m ^RJcR - 

(n) ^ ^ ^ ^ ^moR 3fR ^RJcR l^fMcfrart ^ 

^rwrenart ^ ^4)PrifR^i wh# ^ 4r7cr ^ cafR apg ojytol 

(iii) gyy ^ virnfZTT; 

(iv) \Jtt1cll%TR (T5) ^ f^ W^rni; 

(v) vSqf^tetT (^) ^ ftirzTT vsnw; 

3. TO f^rf^ % l^r^RPT 4 (1) “l3Hm (^gSJPT tem f^TTR)” Wi^ 

afk % WT “ciifOTviy ^ (afRitf^ ^ alR ^WFT)” ^ afR 

4. TO % fSlPizyn 4T5 % WT ^ pjRf^%d f^ilH 7731 ^Jm^TT, 3T2jfcT :- 

” 47sr airam srt an^ ^«t :- 

(1) TTf^ra, wTfR it4, 4^ ^ (2) % gpSRr vn^ f^m % tr 

^ ^4RraT 5n^ 4R% % 371^^ ^ t%4P? TPft 3n^ -q^ f^rf^ 4^ ip 

(2) ^ 37?JRt Mi^HIdcIl % ip ^ 

(2) Tnf^mfr % 7PT it HFTO % 7r4t arr^d % ^ to? ^ ^e? 

ar^TpR ?Tf7^ ^ 

(3) m artwd ?Tf^ Tmrf^TliT ?7^ an^^ a?R sjvf^g^ (1) % 3t#T 
afR :- 


(i) ^ an^ ^SR ^ f¥km % wr it ^>7 pto ^ ^ # TTsyrf^yf^, 

^iT ayr^JR^T (4>) fW arr^ ^ g? ang^gg? ^TRSTcft t dt ^ 
atirf^ v^nroRt ^ % 1^ |rt ( 75) ^ ^ f^f^d ^f fcrf¥^ 

vmd ^ m 3n^gg> gr anwg ^nf^rfcr im m to ^ 

ai'^jqren gn ijr^rgR ^ ayrgjcR -m ^czrmR ^ ^ tt^pr fiiPRtjg fcpgr ^ncrr 

t afR yra R ^ ^ fc^ an^eR S[Rt an^ro ^ fc^v gpf -4 #a trtri gtt 
gR ; 
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(ii) ^ arr^^ ^Ri^id ^TPriJt ■q^«M f^n^di, ^R^s^id 's^ ^ 

^tencT ^3fJ?T % 

f, ’jc^n^ ^ ?rPT^ ^rftem yratwerr sfcf^ vte ^ 

^=€teT M^rr ^ gjR^, 'smi zit afk df^<j>i ^ wr ^ sratWHi 'm 

cPM ^ 3ft7 V3?^ ^ ^ af^MIdd ^ ^ ^ 

3fk f^*^iu| %i?rar<Hl'f ^ tl 

(4) ^^c^icbd ^Tfirf% tj\ sir^dH >frt^ ^ tort, (1) 

^ vixrf^PiqH (2) ^ f^t¥^ sr^STmf ^ ^ f^Rnf^ % ^ xr^ vrq^f^ R i 

^ r 

6. W % f^PWH 4 Tj ^ ■dMf¥^iJH (1) “^Jc^TT^ ^fTftf^” ?Ti^ ^ 

^ 3TRjH^ ?rf^rf^’’■?i^? ^ 

6. ^ f^f^'ZR ^f f^PliJH 4(yT) % TOT^ i^Hf^d f^rf^ ^ WX^TT I 

“4(^) 3?rcb^d ^rf^ ^ f^t^m xjroit % ar^^Kur ^ Hif£)ctJi>n ^ ^ ^ Hi-tidr ^ 

3TI^^ cR^ fcji# t 7>4 % ^ eNi ^ tj>^: 

(i) x??Tf ZTT XT^ >iRH'^^d afnf^TW ^ ^ wm\ 4 ^ afi? anf^fcg 

vllXsJl^d #TT; 

w^€twx>f : ?XET ftrf^ ^ JRffvRT % ^ ■Efr^ XjTRft t TOrETT^ f^rft«m 

MTf^cbill % Tn^TcTT%^ arr^ 4R^% tl 

(ii) x?5’f Tn cf^wpt iTR#^ zn aRrxRf^ gts at? % ar^ft^ WHiutch?ur ?WeT 

fffRRjwxft xt f^ ciifi)ipijtj) f^iiiiciiMli ^ aRd^f^ ^ 

(HI) ’TTjf ?TT ^Rxpft arxrt ^ f%uii$’d at? -gjnfe? ?#t[ at? wd t ymm t> 

arxTt f^RT^d aff? an^TO Pi'twui c^ratoji^ ^tt?cT t tt i 

(iv) xtj 4 ^ g?pq^ wteR t ^ at? ard??f^ t? ^ % ?n5T-?n8T 
eTRi'd? arf^rft^R. 1923 at? w^ftr ^ftr? RPi^h, 1950>jT stft ??M i 


(v) XRf ■JTT ^»TRcT t 5fr||eR % «imd? ^ 5nte?R ^ ??^ ^ ^Tfdj 

EpMti 

(vi) x?iif ^TT "gRTt! l7T?ct^ sTReT? 1950 % 3T5?n? artSTfaff ^ 1J?T ERrt % 1^ XT^ 

cR^nftvft «?5Tt5>R ^itxn ??^ at? X5?m a^^arxif ^5^t 

(vii) xR^ m cRXTlt xTjftsr^ m cR>tt4t twet^ ?^ ^ cfjnferrxt sm Pm^ t? 
d^?c^i4l ttt at? ?m c/tibit % arjqTcR ^ Rtte? ^5^ I 

(viii) ^ ?n cfjRtt arxit at? % w+iiitt«b?ur % P^ ?nt at? 

?tot czi^ ^ ??M i 


(ix) ^ m ?f^ ^zjfrbit % ;rf$RRl ajR'tf^d I 
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(x) ^ ^ wit ^ i 

i ?fc^ ip ^ GlRfiit ^ ^ 5fT%5n TP^” 1 

7. i 4 (?r) % f^PrqH 3icr:wticr - 

“4 n ^jjR «zii^T[fi % ip irispJiT; 

1 . :- 

(^) ^ ^gpf cZI% % ^ i wf wi ^ iF#q[ ifTireR Sfll^fWT ^ 

3?i?ni, ^en, th % f^ stesff ^ wtt t ; 

(^) wslit ^ ip^ efkeTf 3C!#cpK ^ SliePa^t 4^ tJ?T WIT 1^ 


(•^) wjm 3Tfiifi^R ip W[^ wptt, m\m 3fP? 

ip ^ liftspfi 3ft? TRTitwJT ^ ^ sTjsrm ^ ?ripif ; 

2 3itoi alt? 31^^ 

(■ 4 ?) iipfiw i ?^ncf4> ^ ; 

{?!) WPT ^ i TW tit ^== 55 ^^ #er ^ tpt ^ ; 

(i) f%C5TT^-T 

(ii) WTT 

(iii) Ttgir wtt 

(vi) 5mr?r=T aft? fiitm 

(V) t^fipftJT ip tiiteFr 3ft? TPTToftW^ T?T WePT sfl? 3r5?5pJT ; 

(vi) ^ 1¥tSP4 


(tt) aniwT^t ^ TiT 3}r^R=rq:p€t irt pp?mi ot?t fip?fr sri ^%cp f^rw ^ sft? 

3rc5T?iifigj i 3itiRT?T^ i ?^ II iffpror ^ 


3. iP#?T ^te? iti T^tsn TTfspTTT : 

(i) wpR ?sTjit tjt 3jf^iwi tit vj?t% ot ^nf^rinT Ti^en ?erTit 

?Tfifcr fii=Tfc7%cT qigfcT % ^TflT!? ^Tit5TT ?i^Tf^ -gr^. af^lfe :- 

(^) f^jint'Ji / 5mT^ 3fl? tpi 3i^?gm, te!?m<Tg> -crltgRT 

cppit^, ip 6iiJi'd?t tpt aft? jFnitwJT aft? qT?itTi tifzm Rili^Fi % 3i^?n? 

3 'tf4>! aictfcT^ Bti 1 


(ti) i itferp ip 3rgir ^ 30 5rtcr?fcT ^ it ?iTrt 1 




[<TPTII-'gp^3(i)3 


HRcT ^ TTSm : 3TOTTO 


(Tf) ^ WTO SFErfW ^ ^ ^ 

{■q) arjszrajf ^ ^rfferr nm ^ % 3)^ ^ f^fera % ^ar-^«T +flRsich ^ ^ ^ 

^ ;rf^VlcT 3j^ 37M ^RR'^ld I 

(ii) ^pt[^ ^ jrtor ^ ^ ^ 3 Ti^ ^ ^err wRJt 

^ w vj^siRr^ ^ ^ WH 3fl7 WT ^ ^ ^ ^?rr ^rf^rf^ ^ 

^ 3?feict7-'{ui 7JT gi^ H[f^<j>d ^r%T ^emft ^?{Mr sm f^ fiii^d vTOti 

4 i>Rlk ^ 

(i) ^5RT srf^ fM ^ gjRf ^ Pl^Ki cf>^ I 

(ii) ^ Tnte^ ^ sncrgf^ ^ Pinf^Rsid ar^^ ^ 

a?^ :- 

(^) 3{T^^ ^ f^raftcT Pr4tvii=T 4 ^ ^ afr? iiRra^ ^ ni^tdi vn^c^ 

f^rfter^ icnte^ ^ apr^r wj ^ Pi4)v»n ^ ; 

(^) arr^g^ ^ f^PiiiH % (2) ^ ^wiPif^te -^Hcih ai^arf af^r af^^r^ ^ ar^afi ^ 


("fT) an^g^ ^ f^t^RRT % vjqf^f^Rm (3) ^ ^mrf^f^' ^r ^ ^rften ^ ‘»=fPT ^ 

afk ^3^ ■^5^; 

(’^) 3il^qcr> ^'^{1^1 fifnj^ 4^1^ 1 MT'tf 4?^’^ % W^TcJ % H^fclld JfTi'^EfjR ^ 

aTT^ ^ ajk ^zif^ ^ 4^ % araf^ % JirtoR ^ fW w t, 

ifmeR ^ ^ ar^ #ft, afrr ^ ; afrr 

{^.) ^«RT ^zit^ ^ arflRxR 3TT^ 65 BWt i 

(iii) (^) ^ an^^ (4) % ^ (ii) 4 fcff^ife: ar^emj ^ t afk 

afitof ^ PRTt^ % arj^ ^ %^#!T 4RI^ ^ aff? w^r ^ ^ ,- 

(^) an^ wricR wr ^ ^ ; 

(tt) WT Hll^chK ^ ^ %4^ 

(iv) (^)H?^r2f5 Mrf^tbK WTO ^ f^HRd! ^ ^ ^ gfi ^ 3 ^ ur f^rat^ 

Mot jnl^mOT 4>t ’TP^ g5t f^HR ami^ % war war^, ^ ^ 4t i\, ^ i 

(7^) WT wf^, wircR ^ ^ WTOT ^ Mot Man ^ 

■?r ^ W mf^OT WTRT WW ; 

(^) ^ ^rm r 1%? MTO ^^?crr t ?f^. #rH^ iti wtMwt ^ 7 Mf % ar^ ^ 

^rf^, wzrwr ^ ^ Mot mf^'M gw arwffiri gRW Btm I 

(w) wr czjf^ % Pi4l^ gm gj) ^ ^T^tOTn % 1^ Mr w ar^^ aft^ w wM 
WPT w1^. Mot cbi4cfrHtMi ^ WeR w ^t4ot gRT Mot jt4TOt t afk 
wf%pm WT ^ wrf^Mr % ^ ( 4 ) ^ -nf ePncTR areiwr ar^OT# ^ ^ 4r^ t; 

l^&T. i^{)lo -X 
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(^.) ^ m, Jilted ^ ^ if> g<[TTFf snt 

^ 5T^ tR#ni 

(^) ^rrarcT? ^ im ar^, cft ^ v(^ 3 ■^i ^ -^-m 

fcmn ^r gr^zm zir ^ grrart^ ^ ; 

(^) ^ 5nf^r^ w ttt sf^ ^ ^ ^gn t, ^ 

gn^ ^ ; 

(^) Mvf^-, ^ (tT) ^r ZfSTT ^TcftT tf5T ?Tc2im ; 

(?t) ^ czif^ fbRT^ i^rteR ^ Mciltb'i^T ^ ^ ^ grf^ ^ ^ fgn t, 

afR ^tM iTT^ cfjT^ Bkr 1 

(v) (^) cn^JcR ^ ^ ?rfcRTF<R gU^ ^ gfR#^ 1^ ^SRT 

f^RZTRJRR % 1^ "^rf^, ^"*^ii ^RT W ‘^T^FTT cRTlf^ '^fVq sn^ToR 

cfjt '5^: fcRfK ^ gil^qq c?R ; 

(^) ^ *^c^rcb-i % ;ppe^ ^ ^ ^spt 

czrfe gFT^ cpxfszjt \5^5n cf5t ^ ztt gr^ ^jcfeft % ■^^Rn^v^tcFRR cfR^ q^rb ""R 

t, %# ^FTcR ^ ^ jmRjpT % cpT i:RleM cbM gfR ^5^ 

^ chf^cii^ cfR^ % RhrR^ i5>Mi sMiJei'i ^ gif^ f^rRiwz[ ^i 

(^) ^ ^ srf^ ^T^, sfReR ^ % f^’Ery ^ sf%r t, st% sfrzTeR 

^ grfRr 'ejr^ ^ grteR #!IcR ^ ^ ^ gfR ^ gRR=r ^ ip 

% #fT f^ ip ^1 

(■Ef) WTijR^ i\i cm f^y-cra gt%iT ^i efRcR ^ "cRtajp Rnzfr ^frf^r{% ^ 

^iRd flc^lcp Mlf^qiR Riff, (4) ■^Tcft^RR "ZTI ^4 rTFH cfR^ cp ^l^xT cfy^ i 

5. cTOcR ^ Jnf^cpR «^f4j ^ :- 

ifFTeR ^ mf^RPR WSmi ^Rfip IRT ^3TJTRT fR IR^Zpfirf^ TRn^ 
A g^Tfelfed’ ^ gfR Tpc^ ip fipft5RT gfR ip ^ ^ f^Rtf^ gfR 'Wfe ^ cWT 

Rf^FPR -^m] Ezife ^ ;5FTfr ^ ^ i 

6. ^ ^rzRt :- 

(i) 5F^FP WT ^ f^RFP^, Ct5l4>id MSRT gfR H'TRd cTaiT ^4R?^Rf 

[iil^F ip g^^Rr ^ gf^qf^d ffproRW ip f^ iR=^m ^tr^r ifr^ ^ 

^ ^sFP ^rzRt 

(ii) ^smfi % felt? 3j^ 3pr^ Prato ^ 'rnmn ^ Prttem Hrfa*'^"i ^ ^ 

(iii) •^Tzrit ^§FRt ^ M<i)\jl*1 WT % fspZTRPRRf '^PT grf^T^ ’g^cREI 

zRfPTT gfR RRtm ip Pl'iddi ^ wrRt ^! 

(iv) ^5PT ojfl^ ci^ ^Tzpft RraRjTcp RR\5 rt Hif^cP'^^i ^ t afR RRtsRT % wr ^ 

vJ^TeFET ?Rft I 

(V) 'Siq'[l gri^H ^rfctf% ci^ 'dRR^ ^ ^tri "4^ gi^d giq1^ % grPFft gfR ^*44> 

^ ^ grjTSRT ^ giid?i'i^^ ip ^ ^ 

#77t 




[^n—ig^3(i)] 
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7, ^ 3lk vi-d'^cjif^cc! - (i) WT ^zrf^ 3i^ ^ 1^ 

Mot ^ ^ ^TWcT 3TM WT ^ ^ ^ ^ wr ^ ^ Mot‘^ 

^ ; 

(ii) Mot m §Tm ^Mr Ma^ir^ ^ ■g^Mr ?RrM ^ fc^ Mot 
WPT OTcT #t fM 3I1M Mot Tjot ^ ^ Mti % M Mt ^ 3T^ ^ OTfT Mr ; 

(iii) ^OT cztI^ TR MrfciM :- 

I. MiM, mRI^h^ui 3fR ^ Mot,- 

(^) ^RTOT MRFT ^ 3tcrf^ ^ 3T^OT XRM ^ MlM, sfR ^ 

Mot ^ M Mot ^ ^ cfR^ ; 

(^) RP i <lih ^ w??T (3r) ^r ^ ^ irMn ^ stjftr fcrMpi 3f!^ M¥rW ^ 

MIot ; 

II. cbi4w Mot,- 

(^) wrm ^ w ^ t afR Mot m ciM ^ ^ 3r«n^ 

t" ; 

(■^) 3fR aitcfM Mot w^ afR Mft arxjM ^ uTt^ ^ cir^ ^ ; 

(^) ^Mr ^ ^ 1%M ^ Mot MiTFfr ^ RM wn M# aMrf arnwr 

t I 

III. otM ^Mr Mm c^ aMr wm afR M^,- 

(^) m ^c? ri LjH ^R^ ^RTcR ^ ^ ^ Mot ^ t afR ^ Mir ^ 

aM ^ >H\riH i c*^ct7 MM "m ^OT ^ aMr H41chx!ui ^ cf>T4M arpricT f I 

(^) TTRrm cfRRi M?r ^ Hxi^dchdl Mr Mm ^ aM fcrMiRr Ri?n t i 

('H') otM MtcR Mm ^ ar^r^art ^ ar^om otM! Mot OTicft ^ MM afR "oMr 

^ mrfM 1 

(^) Mk Mm c^ ar^Midd ^ MtRMft ^ wm ottt l 

(^ mfM ^RTT otM «iTireR Mm ^ ar^R;^ Mt otM ^ MM, jrfMr aMr 
aiM^ afR ^ arM^ ai^ t I 

{^) mrM M otM Mm ^ a?#T aMraft '% ar^^ ot otot M M t M 

^rtMMot Mtt mi t 1 

(^ rniM M otM Mm ^ aMr aRsn ^ ai^OT aiMRiTOTn Mot aM M ^ 

M13fR mm ^3M Mrr mi t i 

(^) otM McR Mm ^ aMi ai^rar ^ ai^[^ M M t l 

(^) TTRrm mFiT M ^rrM Mcr Mm RM ^ mMt M t afR ^ M '^M 
•w ^ M M m f I 


(oi) mHT fcfi Mm M t i 
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TTT - (i) ^ ^ 3Tf^ 

(qi}^^) ^ (d'4>^^ ;r?EF^) ^ «fr Mspt ft?^rrwTfr ^ ^ 

1^ vcjTi>idr41 3ftT Ti§m oyf^-zfi ^ ^ ^^!4)ci^! ^ i 

(ii) ^ dch^chH Mmi? ^ W^mFZT ^RTcT? f\t PFTPPT^ 

^TRcpj I 

(iii) T#SI^ m dch’Ticbn ^ cp^ ^ :- 

(1) ^ ^ ^ ^ M ^ ^ ^ ipgj 

^!if^nff ^ ^aPTdT # T(?#fT ^ wmR sflr vj^m wm^ ; apftrmf^ ^ 

^ ;r?^ sftT ^erR CPT ; sfiY ^ 3RT ^ ^ 1 

(2) WT oof^ ^ srf^r^ ^ wtt i 

(3) 3TteT%n ^ ^ Rif^ii'^ 3?^r5n^ ^ '^Pif^^d ^rjqr^ ^ 

cpRfl I 

■R. ^ccp - ^ f^%cT ^i?kT ^ ^ ^ #fr ^ 3?#^ ^ 1^ Mem 

;pfTT4 '«05^11 i 

8. "^5^ efjijd^! ^ 1^aM 31^^ :- f^m f^R^rn 375 395 b^ sfr? ^mm ^ 

?RWm ^ ^ f^FTfcr%?T vTT^ fW W t, 3T2lk :- 

(1) ^fRra7f^?m ^ ; 

(^) Marw ^ XR TORY ^ ^ wtJt "Mt ^ ; 

(^) TTcp ^5?^ 1^5rg? ^ f^SRT ^r^cpT ^ WPT (PWT 1) c^ ^ Tinr^ ; 

(Tj) i?l!r ^r ^ ^ I 

( 2 ) f^rf^mW ^ Mam ^ ^ M : 

(^) ^ 3?% Mpfe ^ ^ ; 

(^) irf^ Mam ^irMr^ ^ w ^ i 

( 3 ) rMM ^ Mam Mr ^ M : 

(cp) M ^ ^ ^ Mt ; 

(ti) 3Tf% Mtar^ 'Mt ; 

(^) 3 ^ M t^am ^pf^rMt ^ Rm I 

8. 33^^ Mm ^ Mm 4, 13, 14, 24, 26, 27, 56^, 73, 76, 79, 80. 151, 176, 237, 240, 248, 

257, 258, 268, 290, 337, 536^, 561, 601, Wm 2, 2^, 27^, 3^, 3^?. 7, 15^ sTH 17 rRIT 

3f 3fhr 3 ^ “ Mam srMr^” 'm “ Mam srterfM” ^ rt; M-M % stt^ f, “ 

■^m cziM” I 

9, v3^ Mim ^ f^Mr 21, 22, 25. 32 3f[T 360 ^ “ Ma??^ ^ Mam ^ ^ tsitt 

R?, ^ 3rf% f, “ wr oqf^” vsrM ! 
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10. vj^ % Rlf^W 35, 89, 281, 330, 376, 378, 417, 526, 561 #7 ^ ^ 

^ ^ % 3TT^ f, “ ozrf^”1 

11. ^ 5 ^ i^f^RFT c^ f ^Pl ' ^F T 4 ^ viMf^f^-JT (TI) ^ (ii) 3tk 172^ 

^ ^ ^siH t t, “f^sm vfTXTTt i 

12. f^rf^RR ^ 151, 337, 360, 362 366 Stk 379 ^ viMf^RjR (^ ^ ‘*^5^ 

^ ^RT^’ '9!^ ^ w, ^ 3n^ f, “ ^snf^rf^, f^sRi ^ ^ 

13. fcTf^^ ^ f^^RR 320 “ f^f^R#m5c?t TRRT ^ ^ WFRR*’ ^ 

Msrr ^rtct^’ •9T^ ^ WT ^ % an^ t, w^rtr t 

14. X3cRT RRTTfj ^ RRR 379 ^,- 

(i) 'dMRR^H (^, (^), (or) afk (s) ^r “Rp^st^” ■?i^ ^ “ Rrtef^” 91 ^ wr 

% 3TT^ f, “ RaR Rrf^” 91^^ I 

(ii) ‘aqfciPiij^ {^) ^ ^ 9t^ c^ “ TTsnf^il^, - 5 ^ Rr^ai^ ^^] Mam 

RMTi^”9T«r-^ I 

15. MRR ^ MrR 386 ^,- 

(i) ^ttRPrr {^) ^ “Mar^”91^ ^ wr “ rsr Rd^” '3fR^f j 

(ii) (tt) ^r,- 

(i) 3 trM qR -4 ‘IMaRff” 9f^ ^ WR ^, “ ^snf^ii%, r ^sr 9T6? 

7 ^ I 

(ii) 3 tM wt ^ “Mar^” 91 ^ ^ wh ^ “RaR 9 t^^ t 

16. ^3 ^ Mrr ^ RPrr 390 ^ “Mar^” 9 t^^ w^r ^ 3n% f, [ 

(^) ^ ^ ^ Mr,] ‘Mr Rf^” 9T^M I 

17. ^3^ fcrpRR ^ fcrf^RR 292 ^ ‘RTI^^RT (7) ^ ^ PlHfc^d mRTT, 

araiicT > 

“ (7) RRRcfHfi, 3T%R7R -R MRR ^ ^ v3cviyd R Ml Ml ^RTT 

itrt t M ^ atk Mr ^ ^ Mar^ r M9t^ afd? MeR 

^ ^ ^?jxRT ^ aM RRft ^ ■^r ^ Mr 3?t71%^ ^ ^ ^ Mr I” i 

18. Mm ^ Mm 392R ^,- 

(r) mMm (r) ^ ( 1) ^ “Mai0 ” 9tr ^ wfr ^ an^ f ^ wr “ mrMfcr, 

Mar^RRaR rM”9irMM^ ; 

(^) rtMrr (^) ^ “MarR” 9 f^ ^ wh ^ “Ram rM” 9jrM i 

19. ^3cR Mrr ^ Mrr 393 ^ ^3^Mm (r) ^ “MaiR” 9 i^ ^ ^, “ 7 isnMi%, 

MaiR R Ram rM” 9tr^ i 

20. ^3cR Mm Mrm 394 ^r “MarR” 9r^ ^ wr ^ M t, [ ^^rMm 

(r) ^ ^ ^ Mr,] ‘Mr rM” 9rRM’ •aM i 

r^cz z'f)io~-^ 
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21. ^ 395 # ^ ^ ^ ^ ^ 

^ ^ 1%^^” •?I^ ^ Wf W. “eililcHx! ^ ^ ^ f^5M 

^ ?FTcR ^ ^ ^ vint^ [ 

22. f^PieFf ^ f^PrSFT 395ir ^ ^S^f^pRFT (^) ^ “ im t ^ ^ 

^ 3n^ f, ‘l^sm 5nPm>r$t” \ 

23. ^3^ f^PrSFT ^ f^Pm 603 ^ 3lPl'^l$l” sftT “Mot SltoT^/SPpr ^ ^ft^Jcf?” 

^ ^ W^T x:r; cZlf^” UTP^ I 

24. f^Pm ^ f%Pm 527 ^ ‘1^51^ SRI 3pfte” ^ WT “^5Fr S7f^ ^ 

I 

25. f^PRFT ^ f^PRFT 528 ^ ‘I^STcf? 5 R[ iR^m^ pT^laRT” c^ WT ‘^SFT czrf^ 

£[R[ MJ^xiidcicH Pr^aiw” v5mpr i 

26. ^3^ f^pRPT ^ f^pRFT 534^ ^T,- 

(i) ^Jtif^PRFT (•^) ^ “Pr^«T^” ^ ^ ^ WT “^T2TI%fcr, Pt^^ ^ ^SFT czrf^” ^ 

Wpt I 

(ii) v3^rf^Pm (^) ^ ‘Ww” ^ ^ w=T ^ ‘Nfm ^!if^” ■?T^^ i 

27. f^pRFT ^ PfPRFT 536'g7 ^ PT^??^ TfTfPr^ ^ ^ PiltafW ^RT^’ ^ WPT 

“ ^sTt 1 %rPt, mPrarr^ ^ ^ Pr^sr^’l 

28. f^pRFT ^ f^Pm 562 ^ ^ vjqf^P l ^jH (4) ^ “3TTf^3TR PlitST^” 3151^ 3ftY 

^ wr “ wl^rPf, Pr^sRT yrPr^ ^ ^ Pr^^f wrpt i 

29. f^pRP? ^ f^pRm 606 ^ “Pr^5RT 3TPm?T^ '^TT PrftSim” ■?T^ ^ WT m, “^ 5 ^ Pl^ST^ ^ 

^eF[ ^jf^” uHTpr i 

30. ^3^ f^pRFT ^ f^PpiTH 615 ^ ‘‘PT^SPI STPr^ Z[T pT^^m?” ■?T^ ^ W=r “ -ZTSTTf^Tpr, ^ 

Pr^ar^ ^ vjrrt^ i 

31. ^ SR^T 2^ ^ PHpif^d TOT 3T?T:^?enPm 3TaFpT :- 

"TOT 2^1 

iTppRpTi ^ PlitaRT ^ Pr^aRT 5nPr^ ^ itwr^ 

[ f^Pm 4(^)(i)] 

Pr^aRi MiPi*!'^ ^ ''wm 

FT H'HlPld ^ t .. ^^RT^ .. :SRr 

PPrto...TOR ^ ?PraR.i^PT ■^r^pfw ^ ^ ^ 

^ W t,. 3T#T Ppf^ WTO FTT^ ^ 3T55 Pt qRPH^ui 

TO 1 3lk czrf^ IRT ^rPPr^rtw ^ f^PR TO^fr ^ Pr^aRT to t to T?PPRprr ^arorw 
t 3ftT cb^chl^^lcH ’TTT^ aTPrpTFT, 1923 ^ 3PSPT ^ ^ mRPIhPi ^ 1 ^ TOST! 

^ ST^Wf I 







[HFT 11—73^^3(0] 
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^ 3fr? 3T%gWigj 71^STT3Tt t5TBt ^ 7ft ^ ^ 

im? tttt f 1 czrf^ ^ ;3TTl^rf^ ^f ^ MI^RhIui . 

^ ^ ^ 3^ferJr c^ Ty^n SIT 3ft^ ^ ^HcfTW^ ^ ^ I 


B^TRI 7T? ^Rngpf ^ ttzit t % ^ ^.. 

■€il<!Jd^ ^ tci'RRhW ^ciItIH flPT 3fR fft^JcIRT ft 




wr cjff^ ^ Mot irrf^rM ^ 

Mts .TfRT.M.^ ^witaRci I” I 

32. TJcRT Mm ^ 5m 6 ^.- 

(^) “Mot” ^ ^ ^^EfH ^ ‘Rtot ^iiM” ■?r^ ^ ■^rM ;, 

(^) “?T^” c^> 3?^ jfm 2 i} ^ (^) ^ 7=m ^ MrfeiteT m ^ rM, :- 

“ (^) srMm ■5?r ETRT 12 ft ^ Mm ^ ftmR ft tu 73 ^ ^sy ^ Mwm> 

^tRcM ^tt mr Mi t ; ^ 

(^) ^ Mot tit Mot ^ Mft 3 tM ^ ftmR ^m^ft cift ^ft^prr ^ ^ arm ^ 

wtm R Mil ■3m’ tti ftumR ^ ^ ticRot ^ ft t r i 

33 . OTT Mrm ^ 5m 9 ft,- 

(tf>) “Mot” 'ot w “rm mM” "OT Mft ; 

{^) ‘Rt^” -^ftft ^ 3T#T ^ 2 ^ 71^ (^) ^ WT MtRiM 7t^ wr 55nw, :- 

“ (it) 3fMm Tfft EOT 12 ft TTsrm^M ^ Mm -m fftcMiM ft tit ^ ^ ^iMtrot 
xiM^^ tit tiMN •?it •jMott Mr tot t ; tit” 

34 . ^cF^ Mm ^ 5m 19 ft “Mot” ot' tit “ ^frm Mot” •?M ^ tr; “^ot mM” 

"OTTITt Mft i 

35 . wm Mm ^ ot sfR orj ft “ ftfrOT? Mot” ^ ot, ‘Rm -mM” 'ot 
rI Mft I 


[mft. l(l)/2010-'3fq^)] 
T(H. -sfr. ^RROH, TIM 


Mr^rr.—Mm mm ^ "ft tt. 3 ^. 371 . 6 OO, tiRfe 15 Mmr. 1950 ^ 3I3itM Mi ot m sfft 
Rnr^Ha^ Mr^p^iaft m 3?3iq^ tM^t M sr^ifti;.— 

(i) m.^jT.fft. 178, MT3 24 1990 ; 










12 


THE GAZETTE OF INDIA: EXTRAORDINARY 


[Part U— Sec. 3(i)l 


(ii) ■^.cPT.R 179, cnite 24 1990 ; 

(iii) ^.^.1^.488. 9 1993 ; 

(iv) ^■^.^516, ?TT^ 23 1993 ; 

(v) mcfjT.1^.634, cnto 25 1993 ; 

(vi) 107, 26 1994 ; W.^.f^.223. cIT^ 14 1994 ; 

(vii) ^.■^.f%.250, 4 1994 ; 

(viii) ■^TT.'^.f^.402, dl^'49 13 3FR^, 1994 J 
(ix) ^.Tf^.1^.427, cTT^ 20 STTO, 1994 ; 

(X) ^.^.f^.562, crTte 12 1994 ; 

(xi) 1^.607, 10 1994 ; 

(xii) ^.■^.R83, 25 1995 ; 

(xiii) ^.cfH.R93, 4 ET^, 1995 ; 

(xiv) ^.■^.■f^.488, 9 W^,, 1996 ; 

(xv) ^.c| 5T.R582, cfT^ 28 1996 ; 

(xvi) ^mR59, 25 1997 ; 

(xvii) 7TTmf^.117, clT%I 1 1997 ; 

(xviii) ^.■g^.Rl72, cTte 29 ET^,, 1997 ; 

(xix) ^.^.R221, 21 1998 ; 

(XX) mcf^^.f%.131, 1 eI, 1999 ; 

(xxi) '?TT.-2f^.f%.139, 8 M, 1999 ; ^.cfTr.R201, cH^hl 7 31^, 2001 

(xxii) 'm.^.f^.237, 31 1999 ; 

(xxiii) 345, 23 1999 ; 

(xxiv) ^.'^.1^. 397, 14 2000 ; 

(XXV) m^.f%.219, 14 31^, 2001 ; 

(xxvi) ^.-^^.^496, elite 8 2001 ; 

(xxvii) ^.■^.f%.672, 15 2001 ; 

(xxviii) W.'^.f^.127, elite 13 3lte, 2002 ; 

(xxix) 407, eUte 22 2003 ; 

(XXX) 201, tefe 19 2004 ; 

(xxxi) 203, teki 19 2004 ; 
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(xxxii) 265, cTT^ 7 3TW, 2004 ; 

(xxxiii) ^.^.1%. 32, cTT^af 29 -GR^, 2005 ; 

(xxxiv) 66. cT?^ 26 2005 ; 

(xxxv) 67, cfT^ 26 2005 ; 

(xxxvi) ^.^.1^. 423. 24 2005 ; 

(xxxvii) ■?TT.^.f^.27, cTT#^ 4 2006 ; 

(xxxviii) 201 , nrto 12 3TW. 2006 ; 

(xxxix) 280 , cnte 18 2006 ; 

(xl) 216, 172007 ; 

(xli) ^.grr.f^. 123, 27 2008 ; 

(xlii) 212, 4 2008 ; 

MlNISrRVOFCX>MMERCE AND INDUSTRY 
(Department of Industrial Policy and Promotion) 
f (CENTRAL BOILERS BOARD) 

NOTIFICATION 
New Delhi, the 13th May, 2010 

G.S.R. 409(E).— The following draft of certain regulations further to amend the Indian 
Boiler Regulations, 1950, which the Central Boilers Board proposes to make in exercise 
of the powers conferred by section 28 of the Boilers Act, 1923 (5 of 1923), is hereby 
published, as required by sub-section (1) of section 31 of the said Act for the information 
of all persons likely to be affected thereby; and notice is hereby given that the said draft 
regulations will be taken into consideration after expiry of a period of forty-five days 
from the date of the Gazette containing the publication of this notification, is made 
available to the public. 

2. Any objection or suggestion which may be received from any person with respect to 
the said draft regulations within the period so specified, will be considered by the Central 
Boilers Board. 

3. Objection or suggestion, if any, may be addressed to the Secretary, Central Boilers 
Board, Ministry of Commerce and Industry (Department of Industrial Policy and 
Promotion), Room No. 258, Udyog Bhawan, New Delhi-110 107. 

\ ^ C \ Cy ^^0 if 
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DRAFT REGULATIONS 


1. Short title and commencement.- (1) These regulations may be called the Indian 
Boiler (Second Amendment) Regulations, 2010. 


(2) They shall come into force after final publication in the Official Gazette. 


2. In the Indian Boiler Regulations, 1950 (hereinafter referred to as the said 

regulations), in regulation 2, 

(i) after sub-regulation (b), the following sub-regulation shall be inserted, 
namely 

“(bb) “ Appraisal Committee” means a Committee constituted by the Central 
Government consisting of: 

(a) Technical adviser(B oilers)- Chairman; 

(b) Five Chief Inspectors or Director of Boilers from States by rotation- 
Members; 

(c) Five Members from Board representing Central Government or Bureau of 
Indian Standards or Boiler and boiler component manufacturers or National 
Laboratories or Engineering Consultancy agencies or user of boilers and 
other interests; 

(ii) after sub-regulation (cc), the following sub-regulation shall be inserted, 

namely :- 

“(ccc) “Central Boilers Board Examination Standing Committee” means a 
Committee constituted by the Central Government consisting of: 

(a) Technical adviser(Boilers)- Chairman 

(b) Two Chief Inspectors or Director of Boilers from States - Members 

(c) Two Members from Board representing Central Government or Bureau of 
Indian Standards or Boiler and boiler component manufacturers or National 
Laboratories or Engineering Consultancy agencies or user of boilers and 
other interests;”; 

(iii) sub-regulation (dd), sheill be omitted; 

(iv) sub-regulation (g), shall be omitted; 

(v) sub-regulation (h), shall be omitted. 




[^II—-^30)] 
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3. In the said regulations, in regulation 4A , in sub-regulation (1), for the words and 
brackets “ Ministry of Industry (Department of Industrial Development)” the words 
and brackets “ Ministry of Commerce and Industry(Department of Industrial Policy 
and Promotion)” shall be substituted. 

4. In the said regulations, for the regulation 4B, the following re gulation shall be 
substituted, namely:- 

4B. Scrutiny of Applications by the Evaluation Committee or the Appraisal 
Committee 

(1) The Secretary, Central Boilers Board shall send all the applications except that for 
recognition as Inspecting Authority received under sub-regulation (1) of regulation 4A, 
along with replies to the questionnaire under sub-regulation (2) of regulation 4A, to the 
Evaluation Committee. 

(2) For recognition as Inspecting Authority all the application along with replies to the 
questionnaire shall be forwarded to the Appraisal Committee. 

(3) The Evaluation Committee or the Appraisal Committee as the case may be shall 
examine all the applications and replies to the Questionnaire under sub-regulation (1) 
and— 

(i) where the application is for recognition as Competent Authority or Inspecting 
Authority, the Evaluation Committee or the Appraisal Committee, as the case 
may be, may, (a) call any of the applicants if it considers necessary, to appear 
before it to give clarification for additional information that may be required by 
the said Committee; (b) visit any of the applicant firms on a specific request in 
writing fi'om such firm or if decided so by the Appraisal Committee or the 
Evaluation Committee to evaluate the performance of the said firm and for this 
purpose the Appraisal Committee may depute three members to visit the applicant 
firm; 

(ii) where the applicants are for recognition as Well-known Material Testing 
Laboratory, Well-known Steel Maker, Well-known Foundry or Forge, Well- 
known Tube or Pipe Maker or Well-known Remnant Life Assessment 
Organisation, the Evaluation Committee shall inspect the laboratories of such 
Material Testing Laboratory and Reirmant Life Assessment Organization or the 
factories of such steel makers, foundry or forge and tube or pipe makers, where 
the testing and manufacturing activities are being carried out in order to evaluate 
the performance quality of the tests conducted and products manufactured. 

(4) The Evaluation Committee or the Appraisal Committee, as the case may be, after 
satisfying itself that the requirements specified in sub-regulations (1) and (2) are fulfilled, 
shall submit a report along with its recommendations to the Liaison Sub-Committee.”. 


5. In the said regulations, in regulation 4C, in sub-regulation (1), for the words 
“ Evaluation Committee ” the words “Evaluation Committee or Appraisal Committee ” 
shall be substituted. 
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6. In the said regulations, after regulation 4H, the following regulation shall be 
substituted, namely:- 

“ 41. Functions of Appraisal committee.’ The Appraisal Committee shall evaluate 
the performance of a firm applying for recognition as Inspecting Authority in 
accordance vdth the provisions of these regulations, in particular in the following 
areas, namely:— 

(i) t he firm or company shall be a registered entity and for its operation 
in India the entity should be registered in India; 

Explanation.-For the purpose of this regulation it is hereby declared that 

the sole proprietorship firm is not eligible to apply for recognition as 

Inspecting Authority. 

(ii) the firm or company shall not be involved in any commercial activity 
other than the inspection, certification and related activities under the 
Indian and International codes and standards; 

(iii) the firm or company shall have in-house design and drawing 
inspection office and for operation in India the in-house design and 
drawing inspection office should be situated in India; 

(iv) the firm or company shall have various codes in its office and the 
knowledge of various international codes along with the Boilers Act, 
1923 and Indian Boiler Regulations 1950; 

(v) the firm or company shall have employed the competent persons 
possessing Central Boilers Board authorisation card for operation in 
India; 

(vi) the firm or company shall have a documented quality programme 
established and maintained to fulfill the inspection requirements as per 
Indian BoUer Regulations 1950; 

(vii) the firm or company shall have Supervisor(s) or Technical 
Manager(s) , who shall have the overall responsibility for carrying out 
inspection activities and to monitor the performance of the competent 
persons; 

(viii) the firm or company shall have CV’s of each and every 
competent person employed in its organisation for inspection and 
certification of boilers; 

(ix) the firm or company shall have a training programme for competent 
persons; 

(x) the firm or company shall authorise not more than two competent 
persons per State to sign Indian Boiler Regulations forms on behalf 
of Inspecting Authority in India.”. 




[^II—Wg3(i)3 
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7. In the said regulations, after regulation 41, the following regulation shall be inserted, 
namely:- 

“4J. PROCEDURE FOR RECOGNITION OF COMPETENT PERSON 

1. Introduction:* 

(a) this regulation provides the requirements for the uniform qualification, 
examination, issuance and renewal of Central Boiler Board authorisation to act as a 
competent person; 

(b) candidates meeting these requirements may be qualified to be issued a Central 
Boilers Board authorization; 

(c) Competent persons may be allowed to inspect and certify the boilers under the 
Boilers Act during manufacture, erection, operation and maintenance throughout India. 

2. Minimum qualifications and experience:- 

(a) must be a graduate in Mechanical Engineering; 

(b) minimum five years experience singly or cumulatively in the following 

fields related to boilers: 

(i) Design; 

(ii) Manufacture; 

(iii) Commissioning; 

(iv) Operation and maintenance; 

(v) Inspection and certification during manufacture or 
operation and maintenance; 

(vi) High Pressure Welding-Inspection; 

(c)Level-II NDT Certificates fi-om ISNT or any other professional body 

recognised by ISNT in Non Destructive methods of testing in radiography and 

ultrasonic testing. 

3. Central Boilers Board Examination Process: (i) an examination shall be 
conducted by the Central Boilers Board Examination Standing Committee or an agency 
or Regional Examination Standing Committees authorised by it, as per the following 
methods namely :- 

(a) written Examination consisting of design, manufacture/ operation and 
maintenance of the boiler, Non Destructive Testing Techniques, 
inspection and certification of boilers during manufacture and use as per 
Indian Boiler Regulations; 

(b) viva-voce on the above(30 % weightage shall be given for viva-voce); 

(c) the Central Boiler Board will issue a passing grade certificate to the 
candidate after passing the examination; 


WC 2 .4 r 
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(d) candidate shall secure at least 60 % marks in written examination as well 
as viva-voce in order to pass the examination 

(ii) application for appearing in the Central Boiler Board Examination 
Process shall be made in the format as provided by the Central Boilers Board 
Examination Standing Committee at such place and time as decided by the 
Central Boilers Board Examination Standing Committee or an agency or Regional 
Examination Standing Committees authorised by it. 

4. Central Boilers Board Authorisation Process 

(i) the competent person shall perform the work without conflicts of 

interest; 

(ii) an applicant for a Central Boiler Board Authorisation shall meet the 
following requirements, namely:- 

(a.) the applicant shall be in regular employment of, and exclusively 
engaged by a Central Boilers Board recognised Inspecting 
Authority; 

(b.) the applicant shall meet the minimum qualification and experience 
requirements as referred in sub-regulation 2 of this regulation; 

(c.) the applicant shall have taken and passed the Central Boilers Board 
examination as referred to in sub-regulation 3 of this regulation; 

(d.) the applicant shall apply for an authorisation not later than three 
years after passing the Central Boilers Board Examination and a 
person whose authorisation has not been issued within the three 
year period shall be required to take the Central Boiler Board 
Examination and receive a passing grade and 
(e.) the maximum age for the Competent Person shall be 65 years; 

(iii) (a) when the applicant has met the eligibility requirements as referred in 
clause (ii) of sub-regulation 4 and at the request of the applicant’s 
employer, a Centr^ Boilers Board authorisation card and a 
certificate shall be issued; 

(b) the application for an authorisation shall be on forms obtained 
from the Central Boilers Board; 

(c) a competent person may possess only the valid authorisation 
card listing one employer; 

(iv) (a) the validity of each authorisation certificate shall be three years from 
the date of issue or in co-terminus with the validity period of 
recognition of employing Inspecting Authority whichever is earlier; 
(b) the competent person must be in regular employment of the 
Central Boiler Board recognised inspecting authority failing which 
the authorisation lapses; 
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(c) if the Competent Person leaves the employment, Central Boilers 
Board Authorisation Card shall be surrendered by the Inspecting 
Authority to the Secretary, Central Boilers Board within a period 
of seven days; 

(d) the request for renewal shall be made by competent person’s 
employer and the request shall certify that the competent person 
maintained inspection proficiency by performing or supervising 
inspection activity and that the individual has met the continuing 
updation requirement as given in clause (f) of this sub-regulation; 

(e) on change of employment, a request for authorisation card shall be 
made by the competent person’s current employer on forms 
obtained from the Central Boilers Board; 

(f) each Central Boilers Board authorised competent person, at least 
once every three years, shall either attend a Central Boilers Board 
seminar or receive other instruction related to inspections and the 
instruction may be in any format, c.g., classroom, home study, or 
web-based; the topics may include any of relevance to the 
inspection process, such as new methods, products, materials, 
technology or changes to construction or repair codes; 

(g) a person whose authorisation has not been renewed for five years 
or less may, on proper application from the employer, have the 
authorisation reinstated; 

(h) the employer shall provide verification of continuing updation as 
mentioned in clause (f) ; 

(i) a person whose authorisation has not been renewed for more than 
five years shall be required to take the Central Boilers Board 
Examination and receive a passing grade; 

(v) (a) a Central Boilers Board authorisation may be revoked by the 
secretary Central Boilers Board for falsification of any statement 
contained in any application however the person may request 
reconsideration by the secretary. Central Boilers Board; 

(b) vydben an evaluation reveals that a Central Boilers Board 
authorised competent person has been negligent in his duty or has 
made false statements on forms used for documentation of his 
duties, a Central Boilers Board committee formed for the purpose 
may examine the evaluation and recommend to Central Boilers 
Board a suitable action against the competent person. Central 
Boilers Board shall take the final decision; 

(c) if any individual is aggrieved by a decision of the secretary 
Central Boilers Board , the individual has the right to appeal to the 
Central Boilers Board , through the secretary Central Boilers Board 
and such appeal shall be vyithin thirty days of the date of the 
decision; 

(d) the decision of the Central Boilers Board shall be final; 
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(vi) a fee established by the Central Boiler Board Examination Standing 
Committee shall be paid for each authorisation issued, renewed or reinstated. 

5. Use of Central Boilers Board Authorisation Number:- The Central Boilers 
Board authorisation number shall be recorded on all Indian Boiler Regulations forms 
used by him and on the items inspected and stamped as a proof of inspection and the 
authorisation number shall also be entered into the competent person’s diary. 

6. Competent Person’s Diary:- (i) each competent person involved with new 
construction activities, in-service inspection and repairs and alterations under Indian 
Boiler Regulations must receive a separate diary from Centrzil Boiler Board for each 
activity; 

(ii) the request for the diary shall be routed through his employer inspecting 
authority; 

(iii) the diary must be bound and the purpose of the diary is to provide a record of 
the competent person’s activity and to support the continuity of inspections; 

(iv) the competent person’s diary is the property of the employer Inspecting 
Authority and must be available at the location of the inspection. 

(v) the diary must be maintained for minimum of five years from the date of last 
entry and in due course diary may be maintained in digitised form with provision for 
online entries. 

7. A. Duties and responsibilities of Competent Person.- (i) the Competent 
person and owner shall inform the Chief Inspector of the concerned state at least thirty 
days in advance about the date of inspection fixed for a boiler; 

(ii) Memorandum of Inspection Book shall be obtained from the concerned boiler 
inspectorates through the Inspecting Authority for in-service boilers which shall be 
returned within a period of five days from the date of completion of final inspection; 

(iii) the competent person shall discharge the following duties at various stages, 
namely.- 

I. Inspection during manufacture, erection and commissioning.- 

(a) work to the satisfriction of the Inspecting Authority for inspection during 
manufacture, erection and commissioning of boilers as per the provisions conteiined in 
Indian Boiler Regulations; 

(b) inspect during manufacture and erection as per the procedure given in 
Appendix - J of Indian Boiler Regulations; 

II. In-service inspections.- 

(a) verify whether the stamping or nameplate is legible and represents the item 
described on the inspection documentation; 

(b) perform external and internal inspections and witness any required pressure 
tests; 

(c) report the inspection results, including any nonconforming conditions, in the 
manner prescribed to the owner of the boilers; 
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III. Repairs and alterations under Indian Boiler Regulations.- 

(a) verify that the boiler owner has informed in writing to the chief inspector and 
the activity is permitted under the scope of the certificate or the structural alteration, 
addition or renewal is made under his supervision; 

(b) verify that the boiler repairer has the valid certificate under Indian Boiler 
Regulations; 

(c) monitor the quality control system and verify the system is being implemented 
to the requirements of the Indian Boiler Regulations; 

(d) verify tiiat all material complies with the Indian Boiler Regulations; 

(e) verify that all welding procedure specifications, procedure qualification 
records, and welder and welding operation records conform to the Indian Boiler 
Regulations; 

(f) verify that heat treatments as required under the Indian Boiler Regulations 
have been performed and properly documented; 

(g) verify that nondestructive examinations and tests as required under the Indian 
Boiler Regulations has been performed and properly documented; 

(h) witness pressure tests as required under Ae Indian Boiler Regulations; 

(i) verify that information in the Indian Boiler Regulations report forms is correct 
and that the details have been properly punched; 

(j) verify that the stamping is correct. 

B. Supervisor or Technical Manager:- (i) the competent person’s employer 
shall employ one or more supervisor(s) or technical manager(s) as the case may be who 
have the overall responsibility for carrying out inspection activities and to monitor the 
performance of the Competent Person; 

(ii) the supervisor or technical manager shall hold a valid Central Boiler Board 
Authorisation Certificate as Competent Person; 

(iii) the duties of Supervisor or Technical Manager are to:- 

(1) assist in maintaining the competency of the competent person at an acceptable 
level through methods such as discussions of work related topics; unique 
problems and their solutions; informal question and answer discussion sessions; 
and whatever other means that may be deemed beneficial. 

(2) maintain a record of the competent person assignments. 

(3) take the necessary corrective action to ensure compliance with the 
jurisdictional or Indian Boiler Regulations requirements. 

C. Inspection Fee:-Competent Person may charge fee for the inspection subject 
to the condition that the fee shall not be less than the fee prescribed for the concerned 
State. 


8. Central Boilers Board Inspection requirements 

Inspection shall be carried out as per regulations 375 to 395G and the 
relevant certificate as per Indian Boiler Regulations shall be issued as follows, namely:- 
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(1) for in-service Boilers inspection: 

(a) one copy shall be given to the owner of boiler on the day of inspection; 

(b) one copy shall be given to Chief Inspector along with the Memorandum of 
Inspection Book (Form-I); 

(c) one copy shall remain in Book, 

(2) for inspection during manufacture: 

(a) one copy shall be given to the manufacturer; 

(b) one copy shall remain with Inspecting authority. 

(3) for inspection during erection: 

(a) one copy shall be given to the owner of boiler; 

(b) one copy shall be given to Chief Inspector; 

(c) one copy shall remain with Inspecting authority. 

8. In the said regulations, in regulations 4, 13, 14, 24, 26, 27, 56A, 73, 76, 79, 

80, 151, 176, 237, 240, 248, 257, 258,268, 290, 337, 536A, 561, 601, Forms 
II, IIA, IIB, me, IIIG, VII, XVA and XVII and Appendixes J and L, for the 
words Inspecting officer” or for the words “Inspecting Officers” wherever 
they occur, the words “Competent Person ” shall be substituted. 

9. In the said regulations, in regulations 21, 22, 25, 32 and 360, for the words 

“ Inspector or Inspecting officer” wherever they occur, the words “Competent 
Person ” shall be substituted. 

10. In the said regulations, in regulations 35, 89, 281, 330, 376, 378, 417, 526, 561 

and Appendix D , for the word “ Inspector” wherever they occur, the words 
“Competent Person ” shall be substituted. 

11. In the said regulations, in clause (ii) of sub-regulation (b) of regulation 4 and 

regulation 172A, for the words “ Chief Inspector”, wherever they occur, the 
words “Inspecting Authority ” shall be substituted. 

12. In the said regulations, in regulations 151,337,360, 362, 366 and sub-regulation 

(m) of regulation 379, for the words “ Chief Inspector” or for the words “Chief 
Inspector of Boilers” wherever they occur, the words “Inspecting Authority or 
Chief Inspector as the case may be” shall be substituted. 

13. In the said regulations, in regulation 320, for the words “ Chief Inspector/Director 

of Boilers of the manufacturing State” wherever they occur, the words 
“Inspecting Authority” shall be substituted. 
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14. In the said regulations, in regulation 379,- 

(i) in sub-regulations (g),(h),(j) and (m), for the word “ Inspector” or for the word 
‘Inspectors” wherever they occur, the words “Competent Person” shall be 
substituted; 

(ii) in sub-regulation (m), for the words “Chief Inspector”, the words “Chief 
Inspector or the Inspecting Authority as the case may be ” shall be substituted. 

15. In the said regulations, in regulation 386,- 

(i) in sub-regulation (b), for the word “ Inspectors”, the words “Competent 
Person” shall be substituted. 

(ii) in sub-regulation (c),- 

(i) in the opening portion for the word “Inspectors”, the words 
“Inspectors or the Competent Person, as the case may be ,” shall be 
substituted; 

(ii) for the word “Inspectors” occurring at the end, the words “Competent 
Person” shall be substituted. 

16. In the said regulations, in regulation 390, for the word “ Inspector”, wherever they 
occur [except in the second paragraph of sub-regulation (c ) ] , the words 
“Competent Person” shall be substituted. 


17. In the said regulations, in regulation 392 , for sub-regulation (7), the following 
sub-regulation shall be substituted, namely:- 

“(7) In case the repairer is found indulging in violating the provisions of the Act or 
regulations knowingly or unknowingly, the firm shall be blacklisted under 
intimation to Chief Inspector or Director of Boilers of all the States and Union 
territories and Secretary, Central Boilers Board and renewal shall not be done 
in any case.” 

18. (a) In the said regulations, in regulation 392A,- in clause (1) of sub-regulation 
(a), for the word “ Inspector”, occurring at both the places the words 
“Inspector or the Competent Person, as the case may be ,” s^ll be substituted ; 

(b) in sub-regulation(d), for the word “ Inspector”, the words “Competent 
Person” shall be substituted. 

19. In the said regulations, in regulation 393,in sub-regulation (c), for the word 
“ Inspector”, the words “Inspector or the Competent Person ,as the case may be ,” 
shall be substituted. 

20. In the said regulations, in regulations 394, for the word “ Inspector”, wherever 
they occur [ except in the first paragraph of sub-regulation (c )], the words 
“Competent Person” shall be substituted. 
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21. In the said regulations, in regulation 395, in sub-regulation (a), for the words 
“ Chief Inspector before construction or at the time of registration of boiler”, 
the words “Inspecting Authority before construction and to the Chief Inspector 
at the time of registration of boiler” shall be substituted. 

22. In the said regulation, in regulation 395D, the words “chief Inspector of the State” 

wherever they occur, the words “Inspecting Authority” shall be substituted. 

23. In the said regulations ,in regulation 503, for the words “ Inspecting Officer” and 

for the words “ Inspecting Officer/our Test House Manager” , the words 
“Competent Person” shall be substituted. 

24. In the said regulations, in regulation 527, for the words “ required by the 
Inspector”, the words “ required by the Competent Person” shall be 
substituted. 

25. In the said regulations, in regulation 528, for the words “ At subsequent inspection 

the Inspector”, the words “ At subsequent inspection the Competent Person” 
shall be substituted. 


26. In the said regulations , in regulation534A, - 

(i) in sub-regulation (a) , for the word “ Inspector”, the words “ Inspector or the 
Competent Person, as the case may beshall be substituted; 

(ii) in sub-regulation (b) for the word Inspector”, the words “Competent 
Person ” shall be substituted, 

27. In the said regulations, in regulation 536A, for the words “ Chief Inspector of 

Boilers of the State Inspecting Authority”, the words “Inspecting Authority or 
Chief Inspector ,as the case may be,” shall be substituted. 

28. In the said regulations , in regulation 562, in clause(e) of sub-regulation (4), 
for the letters and word “ IBR inspectors”, the words “Inspecting Authority or 
Chief Inspector, as the case may be,” shall be substituted, 

29. In the said regulations, in regulation 606, for the words “ Inspecting Officer 
or Inspector”, the words “Chief Inspector or Competent Person” shall be 
substituted. 

30. In the said regulations , in regulation 615, for the words “ Inspecting Officer 
or Inspector”, the words “Chief Inspector or Competent Person, as the case 
may be, ” shall be substituted. 
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31 After Form IIB of the said regulations, the following Form shall be inserted, 
namely:- 


“ l=ORMIIC 

INSPECTING AUTHORITTES CERTinCATF OF INSPECTION DURING ERECTION 

[Regulation 4 (c ) (1)] 

Designation of Inspecting authority 

We hereby certify that the.type boilers working 

pressure.kg/square cm built by Messrs. 

9t. under makers number.was erected under our supervision 

and inspected at various stages of erection by the Competent Person and that the erection and 
workmanship were satisfactory and in accordance with the Standard Conditions for construction 
of land boilers under the Indian Boilers Act, 1923. 

All welded seams were subjected to post weld Heat treatment and Non-destructive 
examination wherever applicable and found satisfactory. 

The boiler on completion of erection was subjected to a water pressure tests of 

. .Kg per ^uare cm In the presence of the Competent Person on . 

......and satisfactorily withstood the test. 

We have satisfied ourselves that the erection of the boiler are as shown in the Maker^s 
Drawing No.are correct to the best of our knowledge and belief. 


Signature of Competent Person Signature of Inspecting authority 

Dated at.this.Day of.20. 

32 In Form VI of the said regulations, - 

(a) for the word “Inspector”, the words “Competent Person” shall be substituted; 

(b) under the heading “ conditions” in serial number (2),for the items (d) and (f), the 

following items shall be substituted, namely:- 
“(d) save as provided in section 12 of the Act, when any structural alteration, 
addition or renewal is made in or to the boiler; or 

(f) on the communication to the owner of the boiler of an order of the Chief 
Inspector or Inspector prohibiting its use on the groimd that it or any boiler 
component attached thereto is in a dangerous condition.”. 

\ 

33. In Form XI of the said regulations, - \ ^ 

(a) for the word “Inspector”, the words “Competent Person” shall be substituted; 

(b) under the heading “ conditions”, in serial number (2), for the items (d) ,the following 

item shall be substituted, namely:- 

“(d) save as provided in section 12 of the Act, when any structural alteration, 
addition or renewal is made in or to the Economiser ;or ” 

7 
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34. In Form XIX of the said regulations, for the word “Inspector” or for the words 
“Inspector of Boilers”, the words “Competent Person” shall be substituted. 

35, In Appendices JA and JB of the said regulations, for the word “Inspector of Boilers”, 
the words “Competent Person” shall be substituted. 


[F, No. 1 (1 )/2010“Boilers] 
T. S. G NARAYANNEN, Secy. 


Note, —The principal regulations were published in the Gazette of India, vide, number 
S.O. 600, dated the 15*^ day of September, 1950 and subsequently amended, vide, the 
following notifications, namely:- 

(i) G.S.R. 178, dated the 24* March, 1990; 

(ii) G.S,R. 179, dated the 24* March, 1990; 

(iii) G.S.R. 488, dated the’* October, 1993; 

(iv) G.S.R. 516, dated the 23'“ October, 1993; 

(v) G.S.R. 634, dated the 25* December, 1993; 

(vi) G.S.R. 107, dated the 26* February, 1994;Errata G.S.R. 223, dated the 14* May,1994; 

(vii) G.S.R. 250, dated the 4* June, 1994; 

(viii) G.S.R. 402, dated thel3* August, 1994; 

(ix) G.S.R 427, dated the 20* August, 1994; 

(x) G.S.R. 562, dated thel2* November, 1994; 

(xi) G.S.R. 607, dated thelO* December, 1994; 

(xii) G.S.R. 83, dated the 25* February, 1995; 

(xiii) G.S.R 93, dated the 4* March, 1995; 

(xiv) G.S.R 488, dated the 9* November, 1996; 

(xv) G.S.R 582, dated the 28* December, 1996; 

(xvi) G.S.R. 59, dated the 25* January, 1997; 

(xvii) G.S.R 117, dated the I** March, 1997; 

(xviii) G.S.R 172, dated the 29* March, 1997; 

(xix) G.S.R 221, dated the 21** November, 1998; 

(xx) G.S.R 131, dated the 1** May, 1999; 

(xxi) G.S.R. 139, dated the 8* May, 1999; Errata G.S.R. 201, dated the 7* April, 2001; 
(xxii) G.S.R. 237, dated the 31** July, 1999; 

(xxiii) G.S.R. 345, dated the 23'“ October, 1999; 

(xxiv) G.S.R. 397, dated the 14 * October, 2000; 

(xxv) G.S.R. 219, dated the 14* April, 2001; 

(xxvi) G.S.R. 496, dated the 8 * September, 2001; 

(xxvii) G.S.R. 672, dated the 15* December, 2001; 
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(xxix) G.S.R. 407, dated the 22 November, 2003; 
(xxx) G.S.R. 201, dated the 19**^ June, 2004; 

(xxxi) G.S.R. 203, dated the 19 June, 2004; 
(xxxii) G.S.R. 265, dated the 7^ August, 2004; 
(xxxiii)G.S.R. 32, dated the 29^ January, 2005; 
(xxxiv)G.S.R. 66, dated the 26**^ February, 2005; 
(xxxv) G.S.R. 67, dated the 26* February, 2005; 
(xxxvi) G.S.R. 423, dated the 24* December, 2005; 
(xxxvii)G.S.R. 27, dated the 4* February, 2006; 
(xxxviii) G.S.R. 201, dated the 12* August, 2006; 
(xxxix)G.S.R. 280, dated the 18* November, 2006; 
(xl) G.S.R. 216, dated the 17* March, 2007; 

(xli) G.S.R. 123, dated the 27* June, 2008; 
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